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and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
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education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard ( First Revision ) was adopted by the Bureau 
of Indian Standards on 6 July 1987, after the draft finalized by the 
Spinning Machinery ( Cotton System ) Sectional Committee had been 
approved by the Textile Division Council. 

0.2 This standard, originally published in 1972, has been revised to 
align dimensions, thickness and gauge number with ISO 2572-1982 
'Textile machinery and accessories — Card gauges' issued by the Inter- 
national Organization for Standardization ( ISO ). 

0.3 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, expres- 
sing the result of a test, shall be rounded off in accordance with IS : 2- 
1960*. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 



1. SCOPE 

1.1 This standard prescribes the requirements for two types of card 
gauges currently used to set the distance between the working elements 
of cards. 

2. MATERIAL 

2.1 The gauges shall be made from suitable material so as to attain 
hardness of 55 to 60 HRC. 

3. WORKMANSHIP AND FINISH 

3.1 The gauges shall have smooth scratch-resistant surface with ground 
and lapped finish. The gauges shall be flexible. 

♦Rules for rounding off numerical values ( revised ) . 
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4i TYPES 

4,1 The gauges shall be of two types asjshown in Fig. 1 and 2. The 
dimensions of Type A gauges used for setting of elements, other than 
flats to the cylinder, shall be as given in Table 1 . The dimensions of 
Type B gauges normally used for setting flats to the cylinder shall be as 
shown in Fig. 2. 




Fig, 1 Gauge Type B * 

30 mm 




Fig. 2 Gauge Type B* 
*For one thickness only it is possible to use a single gauge. 
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TABLE 1 DIMENSIONS OF GAUGES TYPE A' 

( Clause 4A ) 

b L 

mm mm 

30 300 

( 240 ) 
45 300 

400 
The value in bracket to be avoided, as far as possible. 

5. NUMBER, DIMENSIONS AND TOLERANCES 

5.1 The number of the gauge corresponds to the thickness of the gauge 
expressed in multiples of 0*025 mm (initially in 1/1000 inch). The 
thickness of the gauges specified in col 2 of Table 2 shall be within the 
tolerances specified in col 3 of Table 2. 



TABLE 2 NUMBER, 


THICKNESS AND TOLERANCES OF THE GAUGES 


Number 


Thickness 


Tolerance 




mm 


mm 


(I) 


(2) 


(3) 


1 


0025 


± 0-004 


2 


0-050 


± 0-005 


3 


0-075 


d= 0-005 


4 


0-100 


± 0-005 


5 


0-125 


± 0-005 


6 


0-150 


± 0-005 


7 


0-175 


± 0005 


8 


0-200 


±0-005 


9 


r-225 


± 0-005 


10 


0-250 


± 0-005 


12 


0-300 


± 0-005 


20 


0-500 


± 0-008 


40 


I -000 


± 0-010 


80 


2-000 


± 0-015 


120 


3000 


± 0-020 


200 


5000 


± 0-025 



6, MARKING 

6.1 Each gauge shall be marked with gauge number. Top gauge shall 
also be marked with the manufacturer's name or trade-mark. 
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6.1.1 The gauges may also be marked with the Standard Mark. 

Note — The use of the Standard Mark is governed by the provisions of the Bureau 
of Xndlsin Standards Act, 1386 and the Rules and Regulations made thereunder. The 
Standard Mark on products covered by an Indian Standard conveys the assurance 
that they have been produced to comply with the requirements of that standard 
under a well defined system of inspection, testing and quality control which is devised 
and supervised by BIS and operated by the producer. Standard marked products 
are also continuously checked by BIS for conformity to that standard as a further 
safeguard. Details of conditions under which a licence for the use of the Standard 
Mark may be granted to manufacturers or producers may be obtained from the 
Bureau of Indian Standards. 

7. PACKING 

7.1 The gauges shall be coated with rust-preventive agent and wrapped 
in oil paper. 
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